-1   facilities Under Safeguards or Containing Safeguarded Materials at the End of 1992
Number of Facilities (number of installations)				
Facility Category	Non-Nuclear-Weapon States	Non-NPT States	Nuclear-Weapon States	Total
Power reactors	151 (182)	13(17)	2(2)	166(201)
Research reactors and critical assemblies	134(145)	22 (22)	2(2)	158 (169)
Conversion plants	6(7)	3(3)	0(0)	9(10)
Fuel fabrication	33 (34)	9(9)	KD	43 (44)
Reprocessing plants	5(5)	KD	0(0)	6(6)
Enrichment plants	5(5)	KD	1(1)	7(7)
Separate storage facilities	35 (36)	6(6)	5(5)	46 (47)
Other facilities	54 (57)	4(4)	0(0)	58 (61)
Subtotal	423 (471)	59 (63)	11(11)	493 (545)
Other locations	290 (468)	28 (32)	0(0)	318(500)
Nonnuclear installations	0(0)	3(3)	0(0)	3(3)
Total	713 (939)	90 (98)	11(11)	814(1048)
NOTE: The first category includes states with IAEA Information Circular (INFCIRC) 153 agreements, which refers to comprehensive safeguards agreements pursuant to the Treaty on the Non-Proliferation of Nuclear Weapons and the Treaty of Tlatelolco (excludes locations in Iraq). The second category includes INFCER.C/66/Rev. 2 agreements covering specific facilities in non-NPT states and Taiwan.
SOURCE: T.E. Shea and K. Chitumbo, "Safeguarding Sensitive Nuclear Materials: Reinforced Approaches," IAEA Bulletin, Vol. 35, no. 3, 1993, p. 26.
materials, these are purely advisory.35 Neither the IAEA nor any other organization monitors or compiles information on physical security procedures worldwide.
35 See IAEA, Information Circular (INFCIRC) 274, "The Convention on the Physical Protection of Nuclear Material," May 1980; INFCIRC 225, Revision 2, "The Physical Protection of Nuclear Material," December 1989 (the IAEA's advisory guidelines); and INFCIRC 254, "Communications Received from Certain Member States Regarding Guidelines for the Export of Nuclear Material, Equipment, or Technology," February 1978 (export guidelines including physical protection).
